DART AEROSPACE LTD Work Order: | O 


Part Number: 370-300010-001 


Description: CAM DOWEL, DOOR CHUTE 
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INSPECTION SHEET 
Drawing Actual Method of 
Dimension Tolerance Dimension Accept Inspection | comments 
Ø 1.00 +.010 
Ø .280 + .005 
1.19 + .010 
.63 + .010 
2X .07 X 45° + .010 X .5° 


Measured by: | Checked by: QC Inspector: 
[Cate Date: Date: 
Engineering Approval: , 
Rev Date Change Revised by Approved 
A 24-Jun-20 New Issue M 
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